District 

The fatal shot, according to Attorney General -hil Canale and the official 
account of the assassination, to which the FBI also subscribed and continued to 
sunscr ibe, was fared from f the windowsill of the communal flophouse bathroom. 
Accord! to u anale and other believe© s in the offivial mythology, the muazel 
of the rifle left “miscrscopic" markings on that windowsill, 

Which the police sawed out and preserved immediately. 

The whole case hangs on this. 

^n what the 1BX Memphis of lice referred to as a "summary of incidents in i£s 
followup teletype of "5*01 AM i 4-5-68, the fourth pages has this pxxxgxxmfexx 
sentence: 

ON ARRIVAL INVESTIGATING OFFICERS, BATHROOM WINDOW KXTXKT8 OBSERVED TO 

BE OPEN APPROXIMATED! THREE INCHES. 

is clear 

^The sr serial number was not i Deluded when this copy was male for the 
copy that got to headquarter! • I bears to headquarters stamps and made bo 
aerial 920. ^t was not filed until April 15, or eleven days after the assassination.) 


